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PAGE 01 IAEA V 04270 161808Z 
20 

ACTION OES-05 

INFO OCT-01 10-10 ISO-OO FEA-01 ACDA-10 CIAE-00 INR-07 

L-02 NSAE-00 NSC-05 EB-07 NRC-07 /055 W 

059912 

R 161459Z MAY 75 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 5853 
INFO: RHEGGTN/AEC GERMANTOWN 

UNCLAS IAEA VIENNA 4270 

E.O. 11652: N/A 

TAGS: AORG OCON IAEA TECH US 

SUBJ: SIXTH INTERNATIONAL CONFERENCE ON MHD ELECTRIC POWER 
GENERATION, WASHINGTON, D. C., JUNE 9-13, 1975 

REF: IAEA VIENNA 9413 DTD 1 1/7/74 

1. MISSION WISHES POINT OUT THAT RESPONSE REFTEL NEVER 
RECEIVED AND, ACCORDINGLY, MISSION HAS NOT RPT NOT 
ANSWERED AGENCY'S LETTER RE HOST GOVERNMENT ARRANGEMENTS 
IN CONNECTION WITH SUBJECT SYMPOSIUM. 

2. MISSION SUGGESTS WE BE AUTHORIZED RESPOND AND INCLUDE 
REVISED HOST GOVERNMENT ARRANGEMENTS PER STATE 88419 AS 
MODIFIED PER IAEA VIENNA 3900. VISA CUT-OFF DATE WOULD 

BY MAY 23. 

3. ADVISE SOONEST. LEAHY 
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Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEETINGS, ELECTRIC POWER 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 MAY 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975IAEAV04270 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 73-1 047 
From: IAEA VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750546/aaaabpas.tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 IAEA VIENNA 9413, 75 DTD 11/7/74 
Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 JUL 2003 by SilvaL0>; APPROVED <10 FEB 2004 by CunninFX> 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SIXTH INTERNATIONAL CONFERENCE ON MHD ELECTRIC POWER GENERATION, WASHINGTON, D. C„ JUNE 9-13, 1975 
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